12 miles from downtown St. Louis. 3 miles east of Chain 
Of Rocks Bridge. Electric Heat, U. S. Koylon Foam 
Mattresses. Ultra-Modern. 
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Mid-West Motel, U. S. 66, By Pass U. S. 40 
Mitchell, Illinois 








